AMENDMENT NO. 1 AUGUST 2022 
TO 


IS 10322 (PART 5/SEC 6) : 2013 LUMINAIRES 
PART 5 PARTICULAR REQUIREMENTS 
Section 6 Handlamps 


(Page 2, clause 6.3) — Insert the following new clause and renumber the 
subsequent clauses: 


‘6.4 For hand lamps with replaceable lamps and with Type Y attachment, the 
instruction that the luminaire shall be opened only by manufacturer, his service 
agent or similar qualified person shall be marked on the protective cover and 
shall remain visible during and after use.’ 


(Page 4, clause 11.1, para 1) — Substitute the following for the existing: 
‘Rewirable handlamps shall be equipped with Type X or Type Y attachment.’ 


(Page 4, clause 11.1, para 2) — Substitute the following for the existing: 
‘Non-rewirable handlamps shall be equipped with Type Z attachment.’ 


(ETD 49) 
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